fc-.is reoon is required by law (7 USC 2143). .^anure to rcDort according to the regulations can 
result in an oraer to cease and desist and to oe suoiec to oenallies as qroviaed for in Section 21 f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
' ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached fonn tor 
acdibonal information. 


Int^gency Reoort Control Ncj 



1. .REPORTING FACILITY ( List ail locations wnere animals were housed or used in actual research, testing, or expenmentation, or neid tor these pu.TCses. Attach additional sneeis It necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 


B. Number of animal C. Number of 

being bred. animals upon 


Animals Covered 
By The Animal 
Welfare Regulations 


conditicnec. or 
held for use in 
teaching. lesting. 
exoenments. 
researcr.. or 
surgery out not ye 
used to.’ such 
purooses. 


which teaching, 
research, 
experiments, or 
tests were 
conduaed 
involving no pain, 
distress, or use cr 
pain-reiieving 
drugs. 


D. Number of animals upon 
wnich experiments, 
teacning, research, 
surgery, or tests were 
conduaed involving 
accomoanying pain or 
distress tc the animals an 
for whisn appropnate 
anesthetic, analgesic, or 
tranquiiizing Drugs were 
used. 


E. Numoer of animals uoon wnich teacning, experiments, 
research, surgery cr tests were conducted involving 
accomoanying pain or cstress to the animals and forwh 
the use of appropriate anestnetic. analgesic, or tranquiliz 
drugs would have aoverseiy affected the procedufes, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the proceoures 
producing pain or cisdess in tnese animals and the reasc 
suers cruos were not used inust be attached to this repon 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C-i-D-5) 



7 err et 


3attle 


ilor se 


ASSURANCE STATEMENTS — — — — . 


1 ) Professionally acceptable stanoarcs governing me care, treatment, ana use of animals, including appropriate use of anestetic. analgesic, anc irancuiiizing crugs, prior to. during, and following aaual resei 
teaching, testing, surgery', or experimentation were followed by this researen facility. 

2) Each principal investigator has consioerec alte.matives to painful procedures. 

3) This fadlity is adhenno to tne stanoarcs ano regulations under the Aa. and it has required that exceptions to the stanOards and regulations be soeeffied and explained by me principal investigator and apf 
Institutional Animal Care and Use Comminee (lACUC). A summary of all such exceptions is attached to this annual report. In addilion to icentifying the lACUC-aporoved exceptions, this summary in. 
brief explanation of the exceotions. as well as me species and numoer of animats affeaed. 

4) The attendino veiennanan tor this researcr. facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee me aoeouacy of other asceos of animal care and use. 


SIGNATURE nc r c n np iM.<;TmrnnNAL OFFICIAL 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITITTIONAL OFF ICLa>L (Type or Prirrt ) 


APHIS FORM IU4J 
( AUG 91 ) 


.V _ bsoleie.] 


j DATE SIGNED 

FE0 2 4 2005 















































This feoorl is required by law (7 USC 21 jS). Failure lo repori accoraing lo ihe reguiaiions can 
result m an order lo cease and aesis! and lo be suojec: lo penalties as provided lor in Section 2150. 


See reverse sioe lor 
additional inionnaiion. 


Interagency Repori Control Wo. 
0180-0OA-AW 


UNITED STATES OE.= ARTMENT OF AGRICULTURE 
animal and plant health inspection SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


FORM APPROVED 
0MB NO. 0S79-0Q36 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach aaitHtional sheets if necessary or use this iorm.j 


1 . registration NO. 

73-R-Q01 


2. HEADQUARTERS RESEARCH FACILITY (Name ana Aaaress, as recfiiterea witn USDA 
include Zip Code) _ ^ *• 

Customer# 1356 ^ 

Oklahoma State University 
Laboratory Animal .Resources 
101 McElroy Hall 

Stillwater, OK 74078 (405) 744-7^1 


Animals Covered 
By The Animal 
Wellare Regulations 


12. &/OR13. Other 
(List by species) 


White tail deer 


Fallow deer 


Raccoon 


Wumoer ol 
animals being 
bred, 

conditioned, or 
held lor use in 
leacning, testing, 
e.^periments, 
researcn, or 
surgery but not 
yet used lor sucn 


C Wumoer ol 
animais uoon 
whicn teaching, 
researcn, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving arugs. 


D-- Wumoer ol animals upon 
which experiments, 
leacning, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


Wumoer ol animais upon which leacning, 
experiments, researcn. surgery or tests were 
conducted involving accompanying pain or distress 
lo Ihe animals and lor wnich the use ol appropriate 
anestnelic, analgesic, or iranquiiistng drugs would 
have adversely arlected the procedures, results, or 
interpretation oi the leaching, research, 
experiments, surgery, or tests. (Art explanaiion of 
the proceaures producing pain or distress in these 
animals end the reasons, sucn arugs were not used 
must be attached to this report). 


total NO. 

OF ANIMALS 


(Cols. C 1- 
D ^ E) 


ODOSsum 


Skunk 



1) . Prolessionally acceptable siandaros governing the care, treatment, and use ol animals, including approriate use ol anesthetic, analgesic, and tranquiiizmg drugs, prior to during 

ana lollowing actual research, teacnmg. testing, surgery, or expertmeniaiion were followed by this research facility. * 

2) . Each principal investigator has considered alternatives to painlut procedures. 

3) . This lacilily is adhering lo the siandaros and regulations under the Act, and it has.required lhai e-xcepiions lo the standards and reautaiions be specilied and e.xplained by Ihe 

principal investigaior and approved by me Insiituiional Animal Care and Use Committee (lACUC',. A summary ol ail sucn exceplfons is attached lo this annual repon In 
addition to ideniilying the lACUC-approved exceptions, this summary includes a briel explanation ol Ihe exceptions, as well as the species and number ol animals allecied. 

4) . The attending veterinarian lor this research lacilily has appropriaie aulhoriiy lo ensure the provision ol adequate veterinary care and lo oversee the adeouacv ol other asoe-ts ol 

animal care and use. ' 



CERTIFICATION BY HEADQUARTES RESEARCH FACILITY OFFICIAL 
(ChiefEiecutive Officer or Legally Responsible Institutional Official) 

I ceriily mai the aoove is true, correcl, and complete (7 U.S.C. Section 2143). 


FEB 2 4 2005 


NAME & TITLE OF C.E.Q. OR INSTITUTIflNAi nppiriii rr,^na r<r Pnnri 


riATP SIGNED 





























Intangancy Raport Oonirol No.: 



M 




This raport is raquiiad by law (7 use 2143). Fa«ufa to raport according to the ragulattona cari 

to and daaW and to baaubjacl to Panamas as provided tor to Section 21i 


See attachad fonn for 
addmonal biformation. 


UNTTED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. CERTIFICATE NUMBER: 73.R.0002 
CUSTOMER NUMBER: 8233 


FORM APPROVED 
0MB NO. 06794)036 


O K Med Res Foundation 
Lab Animal Resources Center 
825 Ne 13th St 
Okiahoma City, OK 73104 

Telephone: (405) -271-7085 




FAaUTY LOCATIONS (Silos) - SaaAlachedLlalIno 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Atlich additional shaMs If nacaMBfv or usa APHIS Fonn TOZaAt 


A. 

Animals Covarad 

By The Animal 
WMfara Regulations 

B. Number of snlmsl 
being brad, 
condHionad, or 
held tor use In 
taachbig, taaiing, 
axparimants, 
raaaBrch.er 
surgery but not y« 
used tor such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
axparimanis. Of 
lasts were 
coodudsd 
invoMng no pain, 
dlstrass, or use o 
painyelloving 
drugs. 

D. Number of animals upon 
which axparimanfs, 
teaching, research, 
surgery, or teals ware 
candudsd bwDlvIng 
accompanying pain or 
dMraas to the animals an 
torwNcnappraprisie 
anssmadc, analgasic, or 
tranquBzIng drugs ware 
used. 

E. Number of animalB upon which Isoching. axparimanlB, 
raaaarch, surgery or teats ware condudad btvoMng 
sccompanying palnortfielriistolhaanlmaleandfarwh 
the uae of appropriate anasthalic, analgasic, or Iranquita 

drugs would hava Bdvaiaoly altociad the pracadurse. roe 
oflntBfprelallonoHhateeddng.iaaaarch,asparimanto. 
surgery, or tests. (Anaxplanslionoflhapraosduras 
producing pain or disirass In these animals ard the laasc 

such drugs wars not used must be altsehad to We rspori 

F. 

TOTAL NUMBER 
OFANHyiALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



' 



9. Non-human Primates 



M ■■ 


IH _ 

10. Sheep 




* 


11. Pigs 





■ 

12. Other Farm Animals 












13. Other Animals 


















1 ASSURANCE STATEMENT 

8 




^ 1 


1) piOiaBiionaiiy accepiama wnnwiw y/Twiinim ^ . . 

«urg»y.oraii p a t tmantationwara fa iiowadbyttilarasaarcnwcwty. 

2 ) Each prindpsHnwaatloator has considarad aitamativas to pahiftil procertoras. 

brief axpiansBon of IhaaKceplions. as wai as thaspadas and numbar of animals aSacled. 

4 ) T>,^,nrttonvamrinarisnfbrtomra.a.rd,todltyhasapprDprtotoautooritytoar»urathap,t»vWonofadaquatavM>lr«a^ _ 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


luAuesTiTi one rFO OR miSTITUTIONAL OFFICIAL (TypeorPiM) 


DATE SIGNED 


(AUG 81) 



OCT 28 2004 




it 



This report is required by law (7 USC 2143). Failure to report accordir^g to the regulations can 
result in an order to cease and de sist and to be subject to penalties as provided for in Section 215 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


I . . IWeragency Report Control ( 


1. CERTIFICATE NUMBER: 73-R-0007 

CUSTOMER NUMBER: 1468 

FORM APPROVED 

OMB NO. 0579-0036 

University Of Oklahoma 


Health Science Center 


P.O.Box 26901 


Oklahoma City, OK 73190 


Telephone: (405) -271-5185 



3. REPORTING FACILITY ( List all locations where animats were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessary or use APHIS Form 7023A ) 


B. Number of animal I C. Number of 


Animals Covered 
By The Animal 
WeKare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involvirrg 
accompanyirtg pain or 
distress to the animals an 
for which appropriate 
anesthefic, analgesic, or 
tranquifizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. (An explanation of the procures 
produdr^ pain or distreos in these animals erxt the reasc 
such drugs were not used must be attached to this reporl 


TOTAL NUMBER 
OF animals 

( COLUMN! S 
C+D + E ) 



1 ) Professionally acceptable standards governing the care, treatmenL and use of animals, inchxing appropriate use of anestetic, analgesic, arxi tranquilizing drugs, prior to, during, and following actual rMSse; 
leaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to pairriul procedures. 

3) This facility is adhering to the startdards and regulations under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptioris is attached to this annual report In addition to identHying the lACUC-approved exceptions, this summai — y in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facSty has appropriate authority to ensure the pronision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



APHIS FORM . 
( AUG 91 ) 


iww. w-„ ... Jeh is obsolete.) 


NOV 1 2 2004 







































University of Oklahoma Health Sciences Center 


Annual Report of Research Facility 


73-R-0007 


3 . Locations where animals were housed or used in actual research, testing or 
experimentation, or held for these purposes (2003 — 2004 reporting period): 

Biomedical Sciences Building 
940 Stanton L. Young Blvd. 

Oklahoma City, OK 73190 

Annex Facility 

1 020 North Everest | 

Oklahoma City, OK 73190 

Fort El Reno 

USDA Grazinglands Science Park 
2000 Ben Clark Road 
El Reno, OK 73036 


NOV 1 2 Z)04 



result in an order to cease and desist and to be subject to penalties as provided for in Section 21i 


additional infdnnkion. 


UNrTED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEAL1>I INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 



O S U College Of Osteopathic Medicine 
1111 W 17th St 
Tulsa, OK 74107 

Telephone: (918) -561-8241 


FORM APPROVED 
OMB NO. 0579^36 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets If necessary ) 


FACILITY LOCATIONS ( Sites )• See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional shaata if nacassarv or usa APHIS Form 7023A ) 



B. Number of animal 

C. Number of 

D. Number of animals upon | 

E. Number of animals upon which leaching, experiments. 

F. 


being bred. 

animats upon 

which experiments. I 

research, surgery or tests virere conducted involving 



conditioned, or 

which teaching. 

teaching, research. 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 
OFANIMALG 

Animals Covered 

held for use in 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquitiz 

By The Animal 

teaching, testing. 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfara Regulations 

experiments. 

tests virere 

accompanying pain or 

or interpretation of the teaching, research, experiments. 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. (An explanation of the procedures 


surgery but not y< 

involving ru) pain. 

for which appropriate 

producing pain or dstress in these animals ar>d the reasc 

C+D+E) 


usedtosuch 

distress, or use or 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 


purpoees. 

pain-relieving 

tranquilizing drugs arete 





drugs. 

used. 





4. Dogs 


5. Cats 


Q. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


II. Pigs 


12. Other Farm Animals 






ASSURANCE STATEMENTS 


1 ) ProfessionBlIy acceptable standards governing the care, treatment, aruf use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual reses 
teaching, testing, surgery, or experimentation ware followed by this research fodlity. 

2) Each principal investigator has considered altematives to painlul procedures. 

3) This facflity is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the prirrcipal investigator and ap( 
Institution^ Arxiral Care atfo Use Committee (lACUC). A summary of all such exceptions is attached to this annual raporL In addition to identifying the lACUC-approved exceptior>s, this summary irv 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to eruure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive OfRcer or Legally Responsible Institutional OfRcial ) 


I NAME & ITTLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvoe or Print ) 


DATE SIGNED 


hich is obsoMe.) 


(AUG 91 ) 


DEC - 6 2004 




























result in an order to cease and desist arnl to be subject to penalties as provided for in Section 21! 


additional intormation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 73-R-0012 

CUSTOMER NUMBER: ‘{428 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Dean Me Gee Eye Institute 

608 Stanton L Young Blvd 

Oklahoma City, OK 73104 



Telephone: (405) -271-6815 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atatfied Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY ( Attach additional sheets if necessary or use APHiS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animai 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yf 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animais upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats an 
for which appropriate 
anesthetic, analgeeic, or 
tranquHizing drugs were 
used. 

E. Number of animels upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or trsnquiliz 
drugs would have adversely affected the procedures, res 
or interpretatian of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





0 

5. Cats 





0 

6. Guinea Pigs 





6 

7. “amsters 

— 




(D 

B. Rabbits 

4 

P 




9. Non-human Primates 





__S5 

0. Sheep 






1. Pigs 





0 

2,r Other Farm Animals 





0 







3. Other Animals 





^ 




















ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatmenL and use of animals, including appropriate use of anestetic, analgesic, and tranqulizing drugs, poor to, during, and following actual resei 
teaching, testing, surgery, or experimentation were followed by this research fedity. 

2) Each principal investigator has considered alteniBtives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Art, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap( 
Institutional Animal Care and Use Committee (lACUC). A summary of aH such exceptions is attached to this annual report in addition to identifying the lACUC-approved exceptions, this summary ir> 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of anfoial care and use. 



CERTIHCATION BY HEADQUARTERS RESEARCH FACILITY OFRCIAL 
( C^hief Executive Officer or Legally Responsible Institutional Official ) 



SIGNATI 

1 MAUP A TiTl p ryp r. F n nn iNSTirunoNAL official (TvooorPrinti 


DATE SIGNED 


APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 

(AUG91) ^ 








This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSEECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 



Immuno-Mycoiogics Inc 
P. O. 80x1151 
Norman, OK 73070 

Telephone: (405) -288-2383 


Interagency Report Control No.: 


FORM APPROVED 
0MB NO. 0579-0036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Snes ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5 . Ciats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 




B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teachir>g, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments: or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animate an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing dmgs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs weuid have adversely effected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animate and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animate, including appropriate use of artestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were foliowed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be sper^i^ and explained by the principal investigator and apF 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this r«earch facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C E O OR INSTITUTIONAL OFFICIAL 


I KiAkic A Tm p nc r. F n or in.stitiitionai official (Type or Print) 


DATE SIGNED 




DEC 2 1 2004^ y 


( AUG 91 ) 



















































FACILtTY LOCATIONS { Sa« ) • Sa# Ataehed LIstino 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional theats If necettarv or use APHIS Form 7023A I 


Animals Covarad 
By Tha Animal 
Walfara Ragulationa 


B. Numbar o( animal 
baing brad, 
oonditlonad. or 
hald for usa In 
teaching, testing, 
axparWnents, 
research, or 
surgery but not yi 
used (or such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests wart 
conducted 
involvir>g no pain, 
distress, or use or 
patn-relimdng 
drugs. 


Number or animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distreu to the animals an 
(or which appropriate 
anesthetic, analgesic, or 
tranquilizing dnjgs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, aurgery or tests were conducted Involving 
accompanying pain or distress to the animals and (or wh 
the use of appropriate anesthetic, analgesic, or trenquKz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
produ^ pein or distress in these enbnels and the reast 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 



5SURANCE STATEMENTS '■ _ 

teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

,4 IK. art .ndii has ranuirad that exceptions to the standards and regulations be spectfied and explained by the prindpal investigator and apt 

” I. ^ » ««. ."»«■ th. » 

brief explanation of the exceptions, as wed as the specios and number of animals affected. ^ 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUT^^ICIAL 
( Chief Executive Officer or Legally Responsible Institutional Offiaal ) 


: rtc r* c r> on ttlsnTUTIONAL OFFICIAL ( Type orPrirt) 


I DATE SIGNED 

n/pJcH 


Ichiiobsolale.) 


HOV 2 6 2004 
























APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number 

73-R-0014 

Customer Number: 

1395 

Facility: 

NORTHEASTERN STATE UNIV 


BIOSCIENCE RESEARCH FAC 


TAHLEQUAH, OK 74464 


(918)456-5511 


SITE1 

600 NORTH GRAND 
TAHLEQUAH. OK 74464 

SITE2 

1001 NORTH GRAND AVE 
TAHLEQUAH, "OK 74464 “ “ 






All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

aaoinonai imormauon. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 73-R^016 

CUSTOMER NUMBER: 1 389 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Murray State College 

One Murray Campus Ste Vt 100 
Tishomingo, OK 73460 



Telephone: (580) -371-2371 


3. REPORTING FACtUTY ( List aH locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessary or use APHIS Form 7023A \ 


Animals Covarad 
By The Animal 
Welfara Regulations 


lAimber of animal 

C. Number of 

D. Number of animals upon i 

E. Number of animals upon which teaching, experiments. 

F. 

being bred, 

animals upon 

which experimenis, | 

research, surgery or tests were conducted invoMng 


conditioned, or 

which teaching. 

teaching, research. 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 

held for use in 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, ortranquiiiz 

OF>UflMALS 

teaching, testing. 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

experiments. 

tests were 

accompanying pain or 

or interpretation of the teatfwig, research, experiments, 

( CX)LUMNS 

research, or 

conducted 

distress to the animals an 

surgery, or tests. (An explanation of the procures 

surgery but not yc 

tnvolvmg no pain. 

for which appropriate 

producing pain or distress in these animals and the raasc 

C+D+E) 

used for such 
purposes. 

distress, or use o 

pain-relieving 

dnjgs. 

anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

such drugs were not used must be attached to this repon 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, traatment, and use of animals, including ^propriate use of anestetic, analgesic, and tranquHizing drugs, prior to, during, ar)d following actual resei 
teaching, tes^. surgery, or experimentation were foHowad by this research facility. 

2) Each principal investigator has considered alternatives to pairtfui procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the prindpai investigator and app 
institutionai Animal Care and Use Committee (lACUC). A summary of alt such excaptiocM is attached to this annual report In addition to identifying the IAClK>approved exceptions, this summary in- 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



























-j X 'fl'hb\\> 

APHIS Form 7023 Site List 


The following Sites have been reported by the facility. 


Registration Number; 73-R-0016 

Customer Number: 1389 

Facility: MURRAY STATE COLLEGE 

ONE MURRAY CAMPUS STE VT 100 
TISHOMINGO, OK 73460 
(580)371-2371 


SITE 1 

ONE MURRAY CAMPUS 
TISHOMINGO, OK 73460 


DEC - 3 2004 



This report is required by law (7 USC 2143). Failure to report according to the regulations can ^ 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

73-R-0017 1572 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zip Code) 

UNIVERSITY OF TULSA 

600 S COLLEGE AVE 
TULSA. OK 74104-318 

irnoses. Attach additional 


sheets if necessary.] 


FACILITY LOCATIONS(s;fes; 


SITE1 

TULSA. OK 74104 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets ifnecesi 

.ary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 

287 





8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 
























ASSURANCE STATEMENTS 


1 


i; rroiessioiiaiiy diaiiuaiuo ywvcumia Mio w. - ® ^ 

and following actual research, leaching, testing, surgery, or experimentation were followed by this research faahty. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This faciiity is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be s^ifi^ and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annua report Jn 
addition to identifying the lACUC-approved exceptions, this sumntary includes a brief explanation of the exceptions, as weli as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certifv that the above is true, correct, and complete (7 U.S.C. Section 2143) 

^ ■ DATE SIGNED 


I SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


11/05/2004 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 




Interagency Report Control No.: 


This report is required by law (7 USC 21 43). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section^ 


See attached form for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SEW^E 



ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 73-R-0030 

FORM APPROVED 

0MB NO. 0579-0036 

CUSTOMER NUMBER: 1417 




Nu-Era Farms 

320 N Range Rd 

Stillwater, OK 74074 


Telephone; (405) -377-4132 

Hnr, nr Pirnerimentation. or held for these purposes. Attach additio 

nal sheets if necessary ) I 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 
RFPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A )_ 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


/^(e 


^ 


5. Cats 

i 

S'] 

rO 

a ^ - 

6/ 

6. Guinea Pigs 

t- — 





7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 
















- 







J , 


ASSURANCE STATEMENTS ^ ,i 

„ p,ofe..loo..y.cc«,..Nes»nd.,d.go^rnin,,h.c.re.lre.»enta...s.o, xnln,al.Mudln,.pp,opnx.eu^o,.n.s,e.c..,n.l„eslc..n^ 

teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4, T.e mend, ng ve.4no444n.,,»i4,es44.4>.4dll,yh.4 4,propH4.4 34.hontyl.en»,relh4p^i»'.^ 444,4414 v«44n40, care 444 10 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


‘ DATE SIGNED 

/SA/cn, 












This leporl is required by law (7 USC 2143). Failure lo report according to the regulations can 
‘result in an order to cease and desist and lo be subject lo penalties as provided (or in Section 2150. 


See reverse side tor 
additional inlormalion. 


0030 , 1^)7 


UNITED STATES DEPARTMENT ' 

ANIMAL AND PLANT HEALTH It^PECTlC^’SEftVjdE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


1. REGISTRATION NO. 


Interagency Report Control No. 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiditional sheets it necessary or use this form.) 


Animals Covered 
By The Animal 
Weltare Regulations 


12. &/OR 13. Other 
(Ust by species) 


B. Number ol 
animals being 
bred, 

conditioned, or 
held tor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 


C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 


1^' Number ol animals upon 
which experiinenls, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use ol appropriate 
anesihetic, analgesic, or tranquilizing drugs would 
have adversely allected the procedures, results, or 
interpretation ol the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons. such drugs were not used 
must be attached to this report). 


total no. 

OF ANIMALS 


(Cols. C + 
D + E) 



1) . Prolessionally acceptable standards governing the care, treatment, and use ol animals, including approriale use ol anesihetic, analgesic, and tranquilizing drugs, prior to, during, 

and tollowing actual research, teaching, testing, surgery, or experimentation were lollowed by this research lacility. 

2) . Each principal investigator has considered alternatives lo painlul procedures. 

3) . This lacility is adhering to the standards and regulations under the Act, and it has.required that exceptions to the standards and regulations be specilied and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary ol all such exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a briel explanation ol the exceptions, as well as the species and number ol animats aflecied. 

4) . The attending veterinarian lor this research lacility has appropriate authority to ensure the provision ol adequate veterinary care and lo oversee the adequacy ol other aspects of 

animal care and use. 



CERTIFICATION BY HEADQUARTES RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 ceriily that the above is true, correct, and complete (7 U.S.C. Section 2143). 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.EO. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


APHIS FORM 7023A 


1 P 













This report is required by law (7 DSC 2143). Failure to report according to the regulations can See attached form for Interagency Report Control No.: 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER; 7R-R-0100 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CUSTOMER NUMBER: 1 450 

0MB NO. 0579-0036 


Univ Of Oklahoma-Norman 


ANNUAL REPORT OF RESEARCH FACILITY 

633 Elm St 

( TYPE OR PRINT ) 

1 \ . f 

Norman, OK 73019 



Telephone: (405) -325-2077 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets If necessary ) 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF I^ESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
produdng pain or distress in these animals arxl the reasc 
such drugs were not used must be attached to this report. 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 




. 


5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

3 

1 



1 

9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 





J 

Chipnunks 

73 




73 

, •'O' 















I ASSURANCE STATEMENTC 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and foiloviring actual rese: 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap^ 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
cutive Officer or Legally Responsible Institutional Official ) 

SIGNATURE OF 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 


APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
73-R-0101 


CUSTOMER NO. 
1439 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wth USDA, 
include Zip Code) 

FERRELL FARMS INC 
30140 OKLAHOMA ST 
MCLOUD, OK 74851 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) — 


FACILITY LOCATIONSfs/fesJ 


FERRELL FARMS. INC. 
MCLOUD, OK 74851 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 

























result in an order to cease and desirt and to be 

UNITEO STATES DEPARTMBfl' OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


addWonal Momialion. 

1. OanVICATE NUMBER: 73^-0106 
CUSTOMER NUMBER: 1541 


Handke Farms 
Rt1 BoxD 
Vardan, OK 73092 

Taiaphona: (405) -453-7252 


form APPROVED 
OMBN0.057M036 




jS. REPORTING FACIUT Y (UMMIocsMons where snImaN were h oused or used wsCTusitwewr n. ^ 

FACILITY LOCATIONS (««) - s-e Aienhed UMMg 


B, Number of enimel C. hhwiber of 
being bred, enimel* upon 

S3iioned.or which teecWng. 

heWiorusein luieerrh. 


D. Number or enkmls upon 
which exparimaniB. 


REFOR TOFANIIW3 USm8YORUNOERCOMmOLC>FRESEARCHFACanYIAII«* « ldHte«lrt^ — 

<*»*?* **»• SSSi w ii iS it • !» » * . iwwiite 

AnimaleCovered heldte imein !!S2lnl*.or conducted irwoNbiQ dnigswouMh»reedver*eiye<»e clBdlhepreoeyBe. w e 

ByTheAnimM teaching. leebriB. SSSeniioSa orinlefpwlellonMlhete«diln 9 .reaa»dvcD(perb^^ 

WM^Regulaliona JSSlSS SSnSSlM* * wgeiy. or tesla. ( .^ 

rea esi ch .or conAmtad . . pndudng pah or dMrassmtheaa animals and the raw 


re a esi ch , or 
surgery but not ye 
used for such 

pucpoaes- 


asparimants. or 

lasts ware 

conducted 

invoMngiwpsin. 

distress, or US* a 

pattr-reSavt n g 

dregs. 


surgery, or teats ware 
conducted irwcMng 
aooompantAigpainor 
tfskess to the animals an 
for which approprMe 
sneaMslc.a na lgsa lc .or 
tranqUUng drugs wore 


total NUMBER 
OFAMMALS 

( CX)LUMNS 
C + D + E) 


4. Dogs 

o 

o 


5. Cats 

o 

-0 


6. Guinea Pigs 

o 

O - 


7. Hamsters 

o 

o 


8. Rabbits 

n 

o 

1 / 

9. Nort-human Primates 

o 

o 


10. Sheep 

o 

o 


11. Pigs 

o 

o - i 


12. Other Farm Animals 

o 

o 






13. Other Animals 

o 

0 



ASSURANCE STATEMENTS ■■ . 

te a ching, testing, surgery, or expari m e m s t io n were Wtowe d by this reswwUr twJby. 

2) Each principal I n im st i gal or has constderedaltstnathms to pahM procedures. _ 

bitel explanation of Me exceptloo*. a* was a* th* spades and numbar of antmalsallsctsd. . . ^ 

I "‘*"**"""*"‘'*"'**‘‘***"""‘*)^gffnp(STIDNBYHBu5MJASlE^1reSEAR5TR^^^ official 1 

I (Chief Executive Officer Of Legally ResporwEitelnaliMioriM 0(1^ 


I NAME 4 TITLE OF aE.O.C)R INSTITUTIONAL OFFICIAL (TypeorPiM) 


datesigned I 


8^ (OCT BB), which is obsoMe.) 


(AUG 91 ) 


DEC -8 2004 
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aatJdbatDyid 
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Handke Farms 
Rt 1 Box D 
Verden.OK 73092 
405-453-7252 


[S’-)) 


As requested here is a list of authorized personnel for Handkc Farms regarding the 
Annual Report required by the USDA: 





'Hm report is required by law (7 use 2143). Failure to report according to the regulations can 
result In an order to cease and dealat and to be aubjact to panaWeeaa provided ter In Section 21 i 


See attached term for 
additional Information. 


bMragancy Raport Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 73-R,O107 

CUSTOMER NUMBER: 1602 

FORM APPROVED 

OMB NO. 05794)036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Allergy Laboratories Inc 

1005 S W Second St 
Oklahoma City, OK 73109 




Telephone: (405) -235-1451 



1 3. REPORTING FACILITY ( lisi sll locsBons Where snlmslB were housed Of used in sctusi fsesarch, testing, or expsrimtntobon. or held for Ihess purposes. 

AttecheddHIonel sheets Vneceesery) | 

FAaUTY LOCATIONS ( SKes )- See Atochsd Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional ahaata If naeaaaarv or uaa APHW Form 702SA ) 


A. 


Anbnale Coveted 
By The Animal 
WeWere Weg u le t lowe 


4. DO0S 


5. Cats 


6. Guinea Pigs 


7. Hamatars 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Number Of snimsi 

C. Numbarof 

D. Number of animals upon 

being bred, 

animals upon 

which experiments. 

condHIoned, or 

which leaching. 

tssching, rssssreh. 

held for use In 

rssaarch. 

surgery, or tests wsm 

teacNng, teeHng, 

experiments, or 

conducted involylng 

experiments. 

taste wars 

ecoompanying pain or 

research, or 

conducted 

dtstrees to foe animals an 

surgery but not yc 

involving r» pain. 

for which sppropnale 

used for such 

distrass, or use a 

anesthadc, anaigssic, or 

PUIPOMS. 

paln-rolloving 

drugs. 

tranquilizing drugs wars 
used. 


E. Number of animals upon uMch teaching, ax p etimeni s . 
raaearch, surgery or tests ware oonduddd ImnMng 
accompanying pain or dfolraas to the animals and for 
the uss or approprtata anaalhatic, analgaalc, or tnanquNz 
dnjgs would have adverealy aRactad the procadursB, ms 
or Interpret a llonot the teaching. teeeerch.a»parimanl a . 
surgery, or tesla. ( AnaxpianattonoflhaprooeduraB 
produ^ pain or dMross In those animala and the lease 
such dnjgs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1 ) Prolasaionaify acoeptabla standards governing the care, besbnanL and use cK animals, including appropriate use of onesteBc, analgesic, and tranquilizing drugs, prior to. during, and following actual reaes 
teaching, testing, surgery, or experimentation wars folowod by this r e s ea r ch fadlity. 

2) Each principal Inveeligator has oonaidaredBitematives to painful procedures. 

3) This fadBty is adhering to the standards and regulolfons under the Act and it has reqiAed that exceptions to the standards and regulations bo apedlled and explained by the prIndpelInveeBgetor and epp 

InstHutional Animal Care and Use Committee (lACUC). A summary of ad such exceptions Is attached to this anmial report In addHIon to identifying the lACUC-approved oxcaplions, this summary in 
brief explanation of the exceptions, as wall as the specias and number of animals aflecled. 

4) The atlerH«no veterinarian for this research iedlity has appropriate authority to ensure the provision of adequate veterinaiy care and to oveieee the adequacy of other aspects of animal care and use. 


CERTIRCATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legaly Responsible Irtstttullonal Official ) 


I UAUB > -rm c c n rto iitieTm trirtMAI l^cmr^lAI /TvMnrRrWt 




Isobsoleta.) 


SEP 2 4 2004 

























This report is required by <aw (7 USC 2143). Failure to report according to the regulations cari ' 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 




ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached torm tor 
additional information. 


Interagency Keport Ctontrol No.: 



1. CERTIFICATE NUMBER; 73-R-0109 

CUSTOMER NUMBER: -1 8 11 

FORM APPROVED 

0MB NO. 0579-0036 

Tulsa Community College 


6111 EastSkelly Dr 


Tulsa, OK 74135 

Telephone: (918) -595-8212 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 



B. Number of animal 

C. Nun^berof 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments. 

F. 


being bred. 

animals upon 

which experiments. 

research, surgery or tests were conducted involving 



conditioned, or 

which teaching. 

teaching, research. 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 
OF ANIMALS 

Animals Covered 

held for use in 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

By The Animal 

teachirrg, testing. 

expenments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments. 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 

involving no pain. 

for which appropriate 

producing pain or distress in these animals and the reas( 

C+D+E) 


used for such 

distress, or use o 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 


purposes. 

pain-relieving 

tranquHizing drugs were 





drugs. 

used. 





4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese: 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the starrdards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary irv 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFRCIAL 
( Chief Executive OfTicer or Legally Responsible Institutional OfTicial ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Type or Print ) I DATE SIGNED 


I 



APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 


HOV 3 0 2004 






























Interagency Report Control No.: 


This report is required by law (7 USC 2143). Failure to report according to the regulations can ^ 
result in an order to cease and desist and to be subject to penalties as provided (or in Section 21 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 




ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 73-R-0112 
^ CUSTOMER NUMBER: 10214 


FORM APPROVED 
0MB NO. 0579-0036 


Oklahoma State University At Oklahoma City 
900 N Portland 
Oklahoma City, OK 73107 

Telephone: (405) -945-3364 




3. REPORTING FACILITY ( List all locations where animals were housed or used in 


actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A )_ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing dmgs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals arul for vrh 
the use of appropriate anesthetic, analgesic, cr tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



Rows 4 through 13~ intentionally left blank. 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 



ASSURANCE STATEMENTS 


’ 1 , Me^on^lly .tanaras «« ^ of anlm.l.. Indudin, °> .na ph.r ..d dc«»l .dd., 

teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The at tending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and u^ 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



SIC 










All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Continued from Page 1, Part 3 
Annual Report (APHIS Form 7023) 
Oklahoma State University-Oklahoma City 
Cert. # 73-R-0112; Customer# 10214 






Partnering Facilities: 


Little River Zoo 

3405 SE 120th 
Norman, OK 73026 

OKC Animal Welfare Division 

281 1 S E 29th Street 
Oklahoma City, OK 73129 

OKC Police K-9/Equine Unit 
1400 S Portland 
Oklahoma City, OK 73108 

OU Health Sciences Center 
Lab Animal Resource s 

Blvd, BMSB 203 
Oklahoma City, OK 73190 


P O Box 23017 
Oklahoma City, OK 73123 


Deer Creek Anim al Hospital 

^^^^^^Sstreet 

Harrah, OK 73045 


Oklahoma State University 

^^^^^^gg^^^me-Outreach 

205 Vet Med Building 
Stillwater, OK 74078 



1201 NE Foreman Road 
Yukon, OK 73099 


' 'j Q onq/: 








OKLAHOMA 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 
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Robert Gibbens 

APHIS Animal Care; Western Region 
2150 Centre Ave., Bldg. D 
Fort Collins, CO 80526 
Dear Mr. Gibbens, 


Veterinary Technology Department 
HT 300 

900 N. Portland Avenue 

Oklahoma City, Oklahoma 73107-6195 

405-945-9112, 405-945-3364 or 405-945-91 14 


Nov. 15, 2004 


-7 3 R 

1 02-3ii 


The following information was provided to you as a cover letter to our 2003 annual report. Since our status 
remains the same, I am again submitting this explanation to you. 



Allow me to introduce myself. lam 

program on our campus. I am also the veterinary member of our lACU 

Enclosed you will find the annual report for Oklahoma State University-Oklahoma City, Dept, of Veterinary 
T^taoVogy. If you have occasion to compare it with our 2003 (versus 2002) annual report, you may notice 
that we areYill submitting a "negative report" in that we used no reportable ammals this ye^. Our An^l 
Care Inspector for this region is Dr. Nancy Ellifrit. She mentioned that this might be noticed m your office 
and suggested that I enclose this letter of explanation. 

Our facility neither owns nor houses the animals we use for teaching purposes. We have paitoerships with 
facilities in our area which allow us to utilize their animals for teaching purposes. A list of the 
aforementioned facilities is enclosed. After careful evaluation of the status of our partner facilities, Dr 
Ellifrit determined that the animals we are using in our teaching are all acmally privately owned with *e 
exception of those animals at Wildlife Rescue which are destined to be released. Addibonally, because we 
~ wi* our parent institution, OSU in Stillwater, and the Unlv, of Oklahoma, the animals owned by 
those two facilitiL are being accounted for on their annual reports, which has, m the past, caused them to be 
twice counted for the same event. 

Dr. Ellifrit therefore instructed us to only report the numbers of releasable, animals used for teaming 
purposes at Wildlife Rescue. This particular facility has not been m operation since om last report. 

Lntinue to list it as a partnering facility because the owner does plan to reopen at a later, thoug 
undetermined, date. Thus there are no animals to report this year. 

We would like to remain registered however. We are an accredited veterinary technology program and our 
accrediting body, the American Veterinary Medical Association (AVMA) prefers that 
Additionally, because Wildlife Rescue may reopen, we would prefer to be immediately able to use t 

facility. 

If you would like to discuss this reporting change with me, please feel free to do so. 






Thl»ra(iortlsrequirw«bytaw{7USC2143). F«Uu« to report •cconUng to the t 
rwuHInanoKiPttoceawanddeBittandtobesutiecttopemIttoSMprovMadtbfIn} 






' See attached forni lor 

additional Information. 


Interagency Report Control No.: 


1. CERTIFICATE NUItnER: 73.R.0113 

CUSTOMER NUMBER: 14231 


form APPROVED 
OMBN0.057B<0036 

Saint Frands Hospital 

6161 So Yale Ave 

Tulsa, OK 74136 



Telephone: (918) -494-1805 

Attach aC 

dWonalBhoelBHnacaeaary) I 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTINO FACILITY (I 


CiirXCA ' facility locations ( SItee ) - SeeAtecUedUatlng 

LLOO So qoJU Aye. lMx,0^ T4I3(r 


1 Ktrurti \Jr 1. 

A. 

Animals Covaied 

By Ths Animal 
Waffare Regulatlone 

B. Number of animal 
being brad, 
condHIoned, or 
held for use in 
teaching, lasting, 
experiments, 
reeeatch,or 
surgery but not y( 
used for such 
purpoess. 

C. Numbsrof 
animals upon 
which tsacNng, 
rosearch, 
expeitmenis, or 
tests vfsm 
conducted 
involving no pain, 
disttess,orusBo 
pshwattsving 
drugs. 

D. Numbsrof animals upon 
which oxperlmsnis, 
toacNng, rasearch, 
surgery, or tests were 
oonduded invoMng 
accompariying pain or 
dletress to the anlmalB an 
for which appropriate 
■nealhalie, analgaaic, or 
tranquWzing dnige were 
used. 

E. Number of enlrtMls upon which teechlfjg, axperlmanlB, 
rooeereh, eurgery or taels were conducted InvoMng 
■ocompanying pain or dMrsss to the animals and for wh 
the uae of appropriate anasthelic, analgaale, or trenquWc 
drugs would have adversely affected the prooeduree, ree 
orimsfpfeietionoftheleechlr>g,teeeefch,eapertments. 
surgery, or tests. ( An expisnstlon of the procedures 
ptoduArg pain or distress in these snimsis and ths tease 
such drugs ware not used must bs attschad to this rapewi 

F. 

TOTAL NUMBER 
OFANIMALS 

(COLUMNS 

C+D+E) 

4. Dogs 

o 

o 




2a 

5. Cats 

A//A 





6. Guinea Pigs 







7. Hamsters 







8. Rabbits 

' 






9. Non-human Primates ' 







10. Sheep 







11. Pigs 







12. Other Farm Animals 














13. Other Animals 
























1 


assurance statements 


>1) Proieaalonallyaccaplabtootandaidesovefntog the care. treatmanL and uaa of anlfnate.loeloding appropriate use of aneatetteanalgeale. and tranquiteingdnJ9t.ptto 

teaching, taaling, Burgery, or axparimantation were followed by this reaaarch facWy. 

0Kf Each prlTKSpalirweatigatorhaeconilderedaltarnalivea to painlul procedures. 

brief expitototion of the excaptions, as wal as the apedae and nunber of animalt affected. 

-»r The attending veterinarian lor thtoreaearch facHIty has appropriate authortty to ensure tttoprovlalon of adequate veterlna.y care and to overeee the adequ^ 


CERTIRCATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
' “■ ‘lef Executive Officer or Legally ResponeWe Inrtltutional Official ) 


Si( 


■ date SIGNED 

loftytA 


API 


hieh to obsolete.) 


(Auen } 


26 2004 


4r 







Attachment 1 


ANNUAL REPORT OF 
RESEARCH FACmiTY 

September 28, 2004 




SITE LOCATION: 

Warren Clinics Building 5 
6600 South Yale Avenue 
Tulsa, Oklahoma 74136 

Registration Number: 73-R-0 113 



OCT 26 




Annual Report Checklist 




Note: The intent of this checklist is to aid in the completion of the APHIS Form 7023 (Annual Report of Research Facility). It 
is not intended to be the only reference. Please check with your Animal Care Inspector or Regional Office if you have further 
questions or concerns. For your information: Annual reports will become available through the FOIA. 


0^ Dnly one Annual Report submission is authorized per facility. 


ET^ Report must be legible and all applicable blanks must be completed. 

□ The cerification signature, by ttie legally responsible official, and date block must be completed without exception. 

Animals used in more than one protocol are counted in the most painful/distressful category. 

Common names of animals must be used under "Other Animals^ and "Other Farm Animals". 

* □ Report wild rodents. Do not report the use of laboratory rats, laboratoiy mice, birds, or other animals which are exempt 
a/ from regulation under the AW A. 

A summary of exceptions to the regulations and standards, specified and explained by the principal investigator and 
' approved by the lACUC, must be attached. 

A/yb Column E explanation(s) must be attached and must contain: (See attached optional Column 6 reporting form). 

O facility registration number, 

n number and species of animal for each Column E study, 

□ description/explanation/purpose of study, 

□ scientific or regulatory justification for withholding of paWdisIress relief (A justilication that merely states that pain 
relief mav interfere with test results is not adequate.) arid 

□ multiple Column E explanations must state the number and species or animal used for m£D one. 

Cf Studies involving "death as an endpoinf or LDxx studies, must be well documented and justified, 
do ngt need to irwlude the following in your annual report 

• Complete site addresses in Block #3 (Location descriptions such as "Biology Departmenf are acceptable). 

• Names of lACUC members or Principal Investigators 

• Program of Veterinary Care 






OCt 2 6 



